- Regarding the electric lighting in the sahan of the mosque, special lamp
standards were designed for the terraces and the work was executed by the.
Mint Department workshop. These lamps are fixed on the balustrade of,
the terraces and were highly appreciated by His Exalted Highness on the
opening day. This work was begun in the year 1923 and completed in 1926.

BARADARI OF TARAMATI

The Baradari of Taramati is situated on the side (south) of the
road and, although its architecture is not so impressive as that of the
mosque, yet it is an interesting piece of architecture. The base of the mais
terrace is adorned with nine arches towards the north side and a number
of cells are built at the back of the arches.

THE FALAKNAMA PALACE

Falaknama Palace (see page 16 of the illustrations) which is artisti-
cally laid out in an English style, is regarded as one of the finest palaces In
India. The view of the city and its suburbs from this palace if almost
striking, and no building in Hyderabad equals it from point of view of
archietecture or design.

In front of this palace stretches the city of Hyderabad with the river
Musi running like a thread of silver slightly to the West, is the famous
hill of Golconda and at the foot of the hill lies the great lake known as the
Mir Alum Tank. It was built by Nawab Sir Vikhar-uHImrah at a cost of
forty lakhs of rupees.

THE MECCA MASJID

The Mecca Masjid (see page 17, unnumbered of the illustrations) is
the principal mosque in Hyderabad. It is said to resemble the mosque at
Mecca. It is situated to the south west of Char Minar and is built entirely
of stones occupying a paved quadrangle three hundred feet square. It is
a grand open building under two domes elegant and airy with four minarets
and six arches in front. The minars are ninety feet high and the facade of
the mosque seventy.
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